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FOREWORD 


^INCE 1864, Wall Products, throughout the 
whole diversified line, have enjoyed an en- 
viable reputation for quality and durability. This 
reputation has a background of over 85 years of 
devotion to a single ideal — the manufacture of the 
finest products, unsurpassed in quality of materials 
and workmanship. 

OINCE 1864, when the nation’s capitol, as we 
know it today, was completed, we have con- 
stantly strived to give you the best. Over 85 years 
of continued support from you has proven our 
ideal. We are now the only company who manu- 
factures a complete line of soldering products. 
^INCE 1864, the final year of the Civil War, 
we grew rapidly as America’s industrial empires 
developed during the latter part of the 19th 
century. Wall Products followed the railroads and 
utilities as they and the hardy pioneers opened up 
and developed the natural resources of America’s 
great western plains. These same railroads and 
utilities continue today to specify Wall Products. 
l^INCE 1864, we have been serving all of the 
world. Our quest for constantly improved 
quality and service is never ending. May we thank 
you again for your continued support. 


P. WALL MFG. CO. 
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WALL Dreadnaught FURNACES 

No. 50 The BIG BRUTE Splicer’s Furnace 



View of BIG BRUTE FURNACE 
with hinged doors open illus- 
trating the burner assembly 


SPECIFICATIONS 


Tank Cap 1 Gal. 

Height without Hood 15" 

Hood Diameter 7 Vs" 

Hood Height 5 V2" 

Maximum Tank Diameter IOV 2 " 

Shipping Weight Each, Lbs 27 

List Price Each $41.25 


Made for Kerosene or Gasoline use. 
State fuel to be used. 



View of BIG BRUTE FURNACE 
with Flue Swung Back 


The design represents a departure from previous existing 
furnace practice and is a direct result of study of the needs 
of the splicer and years of experience in the manufacture of 
DREADNAUGHTS. It has been tested under the most 
severe weather conditions and has been adopted as standard 
equipment by a number of the largest TELEPHONE and 
POWER Companies. 

The tank has extremely wide base to give greater stability. 

The flue completely surrounds the burner assembly, is 
reinforced with heavy bands at top and bottom, has two 
hinged doors for ready access to burner, and is held in 


place at back of tank by special hinge and in front with 
wing nuts and flue catches. 

Burner assembly includes the DREADNAUGHT patented 
furnace burner, pressed steel drip cup and overflow saucer, 
and a scientifically designed heat dissipator mounted on 
the valve housing. This supply valve is a brass forging. 

Pump shell is of seamless drawn brass construction with 
patented check valve. Pump handle is forged brass T type 
permanently fastened to pump rod. Filler Plug is forged 
steel. 

Quickly melts large quantities of solder, compound or 
paraffin. 


MMNP 


No. 579 Superior SAFETY SHIELD 




PROVIDES MORE EFFICIENCY. Fully protects the melting pot, 
paraffin pot, compound kettle or other vessel from wind. 

PREVENTS ACCIDENTS. Workmen or passers-by cannot bump 
into furnace and upset molten metal or hot compound. 

Each panel measures 17" wide by 23" high. Two way hinges permit 
folding to 1 !/ 2 " thickness for carrying or storage. Made from 22 gauge 
galvanized steel with l A" reinforcing rod rolled in around edges. Con- 
venient carrying handles. Shipping weight 1 5 lbs. 


No. 579 


List Price $12.35 




■ 




P. WALL MFG. CO. 






■ 


GROVE 



1 


I* 



WALL Dreadnaught FURNACES 


No. 53 Utilities Furnace 


Especially designed for electrical purposes 
and extensively used by the construction and 
maintenance departments of public utilities 
companies in underground and overhead 
work. 


Large hood and heavy top plate to 
accommodate 8-inch solder pots and com- 
pound kettles. Permanent wire bail. Melts 
40 lbs. solder in 10 minutes. Made for kero- 
sene or gasoline use. State fuel to be used. 


Cat. 

No. 

Tank 

Capacity 

Gal. 

Height 

Without 

Hood 

Hood 

Diameter 

Height 

Max. 

Tank 

Diam. 

Shipping 

Weight 

Each 

Pounds 

List 

Price 

Each 

53 

1 

14" 

7 5 / 8 " 

5 Vi " 

9" 

161/2 

$26.25 



No. 51 Standard Furnace 



A general utility furnace of rugged con- 
struction for all purposes, inside and out- 
doors, and used as standard by many large 
companies on general maintenance work. 
Also used by plumbers where a large capacity 
furnace is needed. 


Permanent wire bail and one piece pressed 
steel hood. Melts 40 lbs. solder in 10 min- 
utes. Made for kerosene or gasoline use. 
State fuel to be used. 


Cat. 

No. 

Tank 

Capacity 

Gal. 

Height 

Without 

Hood 

Maximum 

Hood 

Diameter 

Maximum 

Tank 

Diameter 

Shipping 

Weight 

Each 

Pounds 

List 

Price 

Each 

51 

1 

14" 

7 1 / 2 " 

9" 

12/2 

#22.50 


No. 55 Superior Furnace 


This plumber’s Furnace meets the demand for a low price tool employing 
SERVICE with SAFETY principles. DREADNAUGHT type burner assures 
efficient operation and maximum heat. Drawn steel tank with all inlets brazed 
and bottom electrically seam welded into tank shell. Wide base and minimum 
height. Burns Gasoline only. 


Cat. 

No. 

Tank 

Capacity 

Gal. 

Height 

Without 

Hood 

Maximum 

Hood 

Diameter 

Maximum 

Tank 

Diameter 

Shipping 

Weight 

Each 

Pounds 

List 

Price 

Each 

55 

1 

12" 

7/2" 

9" 

11 

#17.00 



P. WALL MFG. CO. GROVE CITY, PA. 
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COMPOUND KETTLES • PARAFFIN POTS 
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WALL Paraffin EQUIPMENT 

No. 568 Compound Kettle 

Wall brazed and welded construc- 
tion throughout. Outer jacket keeps 
material at correct pouring temper- 
ature for a long period. Heat con- 
ductor tube allows gas to escape, 
assures even melting of compound and 
prevents solidified compound from 
exploding when heating. Double ring 
on bail located at balance point for 
attaching hand line to raise or lower 
kettle to the work. 

Net Weight Capacity List - Each 

6 V 2 lb. 5 qt. #9.10 






Made from one piece of 26 gauge Cold Rolled Steel with 
a 3/16 inch single hem on all sides and 1/4 inch brass 
grommet in each corner. 


Net 


No. 

Length 

Width 

Weight 

List 

578L 

35" 

20" 

4141b. 

5(2.70 

578S 

28" 

14" 

2*4 lb. 

5(2.35 


Drawn from 20 gauge steel. Rolled bead completely 
around top with pouring lip on each side. Sturdy handle 
securely riveted to dipper body. Handle is 9/4" long. 

Top Bottom Capac- Net 

No. Depth Dia. Dia. ity Weight List 

576 3V4" 4-13/16" 3 7 /s" 1 qt. lib. #1.80 


No. 577 Paraffin Pan 


These Pans are designed specifically for Splicer’s use. 
Made from 18 gauge steel. Top edges are double hemmed. 
Corners are welded and drain plug bushings are brazed 
into the bottom. Dee ring and handle straps are securely 
riveted. 

Net 

No. Length Width Depth Weight List 

577L Large Pan 24” 14" 3W' 8 V 2 lb. #10.70 

5 77S Small Pan 22" 13" 2 1 / 4 " 6 3 / 4 lb. #9.35 


No. 578 Paraffin Trough 


No. 569 Paraffin Pot 


This Cable Splicer’s Pot, made 
from 18 gauge steel, has elec- 
tric seam welded construction 
throughout. Indented bottom 
section fits Furnace top plate 
lugs securely. 


No. 

569 


Depth 

71 / 2 " 


Dia- 

meter 

10 " 


Capac- Net 

ity Weight 

9 qt. 5 lb. 


List 

#7.25 


No. 576 Paraffin Dipper 


E ftS 


P. WALL MFG. CO. 


GROVE CITY, PA. 
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COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN'S SUPPLIES 


WALL Dreadnaught TORCHES 

No. 375 The Heavy Duty BLOW TORCH 


BLOW TORCH WITH FIREPOT SIZE BURNER! 

This Burner is an EXCLUSIVE WALL design; the Burner Casting sur- 
rounds fuel vein of extra heavy steel tubing assuring complete generation, 
intense heat and long life. Particularly adaptable for heavy duty work such 
as melting out soil pipe joints, pre-heating and sweating larger copper 
fittings. Specified and standardized by many power and telephone companies. 
It is equipped with windshield and is not affected by the coldest and windiest 
weather. Cleaner pin in end of valve shaft cannot enlarge orifice. Orifice 
block is replaceable if damaged. Bakelite control wheel stays cool. 

Tank is drawn from heavy gauge cold rolled steel and bottom is elec- 
trically seam welded to the shell. All fittings are flanged and brazed. Angle 
handle most convenient to operator. Pump has blow-proof construction 
originated by Wall. Long stroke and positive action provides ample pressure 
quickly. Check valve is completely enclosed, cannot become injured. Finish: 
Attractive gold bronze color, trimmed with glossy red handle: Wall 
DREADNAUGHT LABELLED. 


Cat. No. 

Capacity 

Fuel 

Shipping Wt. 
Each, Lbs. 

List 

Price 

No. 375 

1 qt. 

GASOLINE 

5 Vi 

#16.20 

No. 375K 

1 qt. 

KEROSENE 

5V 2 

#16.20 








No. 41 & 42 The Utilities BLOW TORCH 




THE REAL MECHANICS BLOW TORCH! 


This Burner has the same exclusive Wall design as No. 375 but is 
slightly smaller in size. The Burner Casting surrounds fuel vein of extra 
heavy steel tubing assuring complete generation, intense heat and long life. 
It is equipped with windshield and is not affected by the coldest and windiest 
weather. Cleaner pin in end of valve cannot enlarge orifice. Orifice block 
is replaceable if damaged. Bakelite control wheel stays cool. 

Tank is drawn from heavy gauge cold rolled steel and bottom is elec- 
trically seam welded to the shell. All fittings are flanged and brazed. Angle 
handle most convenient to operator. Pump has blow-proof construction 
originated by Wall. Long stroke and positive action provide ample pressure 
quickly. Check valve is completely enclosed, cannot become injured. Finish: 
Attractive gold bronze color, trimmed with glossy red handle: Wall 
DREADNAUGHT LABELLED. 


Capacity 
1 qt. 

1 qt. 


Fuel 

GASOLINE 

KEROSENE 


Shipping Wt. 
Each, Lbs. 

4 3 /4 

4 3 /4 


List 

Price 

#14.35 

#15.70 


Cat. No. 

41 

42 




WALL Dreadnaught TORCHES 

No. 130 Little Giant BLOW TORCH 


Flat Tank - One Pint 

An ideal Torch for general use. Convenient to carry in a tool 
kit. Overall dimensions, width 2% inches, height 9 Vi inches, length 
including handle 8 inches. Manufactured to Dreadnaught standards 
with drawn steel tank, brazed bottom and No. 41 burner. Only 
three openings, filler plug, supply pipe and pump housing, all 
brazed to tank. Wood grip handle and pump stroke at correct 
angle. This is the sturdiest built flat tank Torch on the market. 
Ideal for tractors and other farm equipment. This torch can also 
be supplied in brass. 


No. 

Capacity 

Fuel 

Tank 

Shipping Wt. 

List 

130 

1 Pt. 

GASOLINE 

Steel 

4 Lbs. 

$14.00 

130B 

1 Pt. 

GASOLINE 

Brass 

4 Lbs. 

$15.35 





No. 49 Multi-Power BLOW TORCH 




Giant twin burners, either of which may be operated inde- 
pendently of the other or both at the same time. Each burner 
produces a tremendous blast more than twelve inches long and 
two inches in diameter. When the two burners are operated 
simultaneously, their flames converge 6 inches from the nozzles. 
The owner of one of these MULTI-POWER Torches never lacks 
heat for the toughest jobs of sweating large diameter sweat fitting, 
preheating, automobile frame straightening, melting quantities 
of solder, babbit, etc. It is one of the most frequently used torches 
around railroad shops, garages, industrial plants and utility 
companies. 

Complete flame control is provided by individual valves; 
cleaner pins automatically clean gas orifices. Jet blocks are fully 
accessible for replacement if damaged. The one gallon capacity 
Welded Steel Tank assures an ample fuel supply for continuous 
operation. Firepot size pump has blow-proof construction orig- 
inated by Wall. The safety grip handle sets in the proper position 
for balance of the unit. 


Cat. 

No. 


Capacity 

Fuel 

Ship. Wt. 
Each 

List 

Price 

No. 

49 

1 Gal. 

GASOLINE 

1 1 lbs. 

#31.35 

No. 

49K 

1 Gal. 

KEROSENE 

1 1 lbs. 

#31.35 



GROVE CITY, PA. 


P. WALL MFG. CO 



WALL Dreadnaught TORCHES 

Nos. 3341, 3341-B 8C 341 Plumbers BLOW TORCH 



These DREADNAUGHT TORCHES are equipped with the 
exclusive and long popular WALL No. 41 Burner. The drawn steel 
tanks have all inlets brazed and bottom electrically seam welded 
to the tank shell. Filler Plug is located in the funnel shaped bot- 
tom. The WALL blow-proof pump is another "SERVICE WITH 
SAFETY’' feature. Attractive and durable double coat paint finish. 
Ideal for tractors and other farm equipment. This torch can also 
be supplied in brass. 


Cat. 

No. 

Capacity 

Fuel 

Tank 

Shipping Wt. 

List 

Price 

3341 

1 Qt. 

GASOLINE 

Steel 

4^2 Lbs. 

#12.70 

3341B 

1 Qt. 

GASOLINE 

Brass 

4^2 Lbs. 

#14.10 

341 

1 Pt. 

GASOLINE 

Steel 

4 Lbs. 

#11.65 







No. 31 Standard BLOW TORCH 


The No. 31 DREADNAUGHT Cast Bronze Burner produces 
a strong blue flame under all conditions. The slender pin type 
cleaning needle cannot enlarge the gas orifice. The Tank and 
Pump are the same as used on the No. 41 DREADNAUGHT. 
The No. 31 is an outstanding Torch moderately priced. It outper- 
forms and outlives most competitive Torches in the high price 
range. 

Cat. Shipping Wt. List 

No. Capacity Fuel Each Price 

31 1 Qt. GASOLINE 4!4 Lbs. # 9.70 



* mi MTS.- 





P. WALL MFG. CO. 
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WALL Superior BLOW TORCHES 




No. 331 Superior Blow Torch 


TANK — Drawn from heavy gauge sheet steel, bottom electrically seam 
welded to tank shell. Fills thru funnel shaped bottom. 

BURNER Cannon type, cast from special alloy bronze that resists heat 

fatigue. Delivers extremely hot blue blast. Attractive in appearance. 

NEEDLE VALVE — Square shoulder seat on valveshaft prevents orifice 
enlargement. Slender pin-type cleaning needle automatically cleans orifice. 
Black bakelite valve wheel stays cool. 

PUMP — Has blow-proof construction originated by Wall. Long stroke and 
positive action provide ample pressure quickly. Check-valve completely 
enclosed, cannot become injured. 

HANDLE — Has plenty of hand-room, correctly pitched for perfect balance. 
Colorful enameled finish. 

INLETS — Pump, burner and filler inlets brazed into place. 


PERFORMANCE — The No. 331 Superior delivers the same outstanding 
performance under all conditions as the famous Wall DREADNAUGHTS, 
so long favorites with discriminating users everywhere. 


Cat. 



Shipping 

List Price 

No. Capacity 

Fuel 

Weight Each 

Each 

331 

1 qt. 

GASOLINE 

4 lbs. 

$8.35 

33lS s ^ d 

1 qt. 

GASOLINE 

4Va lbs. 

$8.65 

344 

1 pt. 

GASOLINE 

4 lbs. 

$8.35 

33US sh!2d 

1 qt. 

GASOLINE 

with removable . it 

orifice block 4 lbs * 

$10.15 



• RUGGED CONSTRUCTION 

• DEPENDABLE PERFORMANCE 

• FACTORY FIRE-TESTED 

• BACKED BY A FAMOUS NAME 


No. 61 Husky Blow Torch 




PINT CAPACITY 

THE STRONGEST FLAT TANK TORCH MADE 
AT AN UNPARALLELED LOW PRICE 

Ideally suited to storage in the portable tool kit or for regular tool 
equipment, trucks and hundreds of other everyday uses. 

The No. 61 is equipped with the same burner and has all of the 
''SERVICE WITH SAFETY” construction features embodied in popular 
331 described above. 

Cat. 

No. Capacity 

61 1 pt. 

61 S Shield 1 P C * 


Fuel 

GASOLINE 

GASOLINE 


Shipping 

Weight 

4 lbs. 
4 lbs. 


List Price 
Each 

$8.35 

$8.65 



WALL Superior BRASS TORCHES 






• RUGGED CONSTRUCTION 

• DEPENDABLE PERFORMANCE 

• FACTORY FIRE-TESTED 

• BACKED BY A FAMOUS NAME 


TANK — Drawn from heavy 
gauge brass, polished to a high 
lustre, protected by a film of 
transparent lacquer. 

BURNER — Cannon type, cast 
from special alloy bronze that 
resists heat fatigue. Delivers ex- 
tremely hot blue blast. Attrac- 
tive in appearance. 

NEEDLE VALVE — Square 
shoulder seat on valve-shaft 
prevents orifice enlargement. 
Slender pin-type cleaning needle 
automatically cleans orifice. 
Black bakelite valve wheel stays 
cool. 

PUMP — Has blow-proof con- 
struction originated by Wall. 
Long stroke and positive action 
provide ample pressure quickly. 
Check-valve completely en- 
closed, cannot become injured. 

HANDLE — Has plenty of 
hand-room, correctly pitched for 
perfect balance. Distinctive red 
enameled finish. 

INLETS — Pump and burner 
inlet inserted and locked into 
place by heavy mechanical pres- 
sure. Handle brackets anchored 
by lock-nuts inside tank. Solder 
used as an airtight seal only. 



PERFORMANCE — The No. 3 30 Superior delivers the same outstanding performance under 
all conditions as the famous Wall DREADNAUGHTS, so long favorites with discriminating 
users everywhere. 





Cat. 

No. 

Fuel 

Capacity 

Shipping 

Weight 

330S 

GASOLINE 

1 qt. 

4 lbs. 

330BS 

GASOLINE 

1 qt. 

4V4 lbs. 

330JS 

GASOLINE 

1 qt. 

4V4 lbs. 


List 

Price 

Top Filler with Shield. # 9.40 

Bottom Filler with Shield #10.15 

Bottom Filler with Shield and Removable Orifice Block #11.20 


mm 


FLAT BRASS TORCH 

PINT CAPACITY 

THE STRONGEST BRASS FLAT TANK TORCH MADE 
AT AN UNPARALLELED LOW PRICE 

Ideally suited to storage in the portable tool kit or for regular tool 
equipment in tractors, trucks and hundreds of other everyday uses. 

The No. 60 is equipped with the same burner and has all of the 
"SERVICE WITH SAFETY” construction features embodied in popular 
3 3 OS described above. 


Cat. 

No. 

Fuel 

Capacity 

Shipping 

Weight 

List 

Price 

60 

GASOLINE 

1 pt. 

4 lbs. 

#10.15 

60S 

GASOLINE 

1 pt. 

4 lbs. 

#10.50 
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Wall Dreadnaught Alcohol Torches 


No. 1 Dreadnaught 

PAX. Terrific 4 Inch Flame 

PENDING 

Completely Automatic ! 

Made of highest quality brass. Triple plated chrome finish. Heavy protective case 
prevents smashing. No moving parts. No adjustments. Just fill with good denatured 
alcohol and light. Practically foolproof and absolutely safe. 

All parts easily accessible and replaceable. No pumping or priming. No FUEL 
EVAPORATION! Light weight — easy to handle — easy to use. Slotted filler plugs 
for easy opening with a coin. 

No soldered joints. Develops a heat intensity of approximately 1800 Degrees F. 
Operates approximately one-half hour on one filling. 

Excellent for use by Linemen and Electricians 

SPECIFICATIONS 

Size 7 /s" x 6 l A" Packed 1 to a Box 

Weight 5 ozs. 50 to a Standard Case 


LIST PRICE $2.98 EACH 






No. 2 Dreadnaught 


Terrific 6 Inch Flame 


PAT. 

PENDING 


Completely Automatic! 


HEAVY DUTY MODEL 


Made of highest quality brass. Triple plated chrome finish. Heavy protective case 
prevents smashing. No moving parts. No adjustments. Just fill with good denatured 
alcohol and light. Practically foolproof and absolutely safe. 


All parts easily accessible and replaceable. No pumping or priming. No FUEL 
EVAPORATION! Light weight — easy to handle — easy to use. Slotted filler plugs 
for easy opening with a coin. 

No soldered joints. Develops a heat intensity of approximately 1800 Degree F. 
Operates about one and one-half hours on one filling. 


Excellent for use by Linemen and Electricians 

SPECIFICATIONS 


Size 1 W' x 7W' 
Weight 10 ozs. 


Packed 1 to a Box 
50 to a Standard Case 


LIST PRICE $3.98 EACH 


WALL MFG. CO. 
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GROVE CITY, PA. 




COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN'S SUPPLIES 



Your Extra Salesman 



BEAUTIFUL! 

MULTICOLORED! 

FREE 


WE CHARGE ONLY 
FOR THE 

BLOW TORCHES 

You Seled 

TORCHES EASILY 
REMOVED FOR 
QUICK SALES. 


w 




DISPLAYS INDIVIDUALLY BOXED— 6 TO A SHIPPING CASE 
UNIT BOXES FOR EACH TORCH ARE PACKED WITH EACH DISPLAY! 


SUGGESTED ASSORTMENTS 

ASSORTMENT NO. 643 

ASSORTMENT NO. 697 

Qty. No. List Total 

3 1 #2.98 #8.94 

2 2 3.98 7.96 

Qty. No. List Total 

2 1 #2.98 #5.96 

3 2 3.98 11.94 

5 Dreadnaughts Total List #16.90 

5 Dreadnaughts Total List #17.90 


P. WALL MFG. CO. 



GROVE CITY, PA. 
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Superior 

PRODUCTS 


COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN’S SUPPLIES 


Wall Superior Electric Soldering Irons 


Approved by 


All 


Approved by 

Underwriters Laboratories 

oFl 1 vM 

Wall Irons 

if ySft 

Ontario Hydro-Electric Commission 

under 


Bear 

llAPP. N0.ll 

under 

Reexamination Service 

These Seals 

>\9j86yy 

Canadian Standards No. 9186 



All irons are equipped with 6 ft., 
3000 cycle underwriters approved 
heater cord and plug. WALL’S new 
"DEMON-HEET” elements are 
made of finest quality nichrome wire, hermetically sealed and guaranteed to give 
lasting service. Equipped with a soldering iron stand, spring guard and soldering 
instructions. 


Catalog 

Number Wattage 

Voltage 

No. of 

Tips 

Tip 

Size 


Length 

Overall 

Shipping 

Weight 

Finish 

List Price 
Each 

186 

75 

110-120 

1 

3 /s" 


11**" 

10 ozs. 

CHROME 

#1.80 

186T 

75 

110-120 

2 

5 / 8 " 


1 1 **" 

1 3 ozs. 

CHROME 

2.15 

1106 

100 

110-120 

1 

3 /s" 


121 / 2 " 

14 ozs. 

CHROME 

2.10 

1106T 

100 

110-120 

2 

3 /f" 


12**" 

1 7 ozs. 

CHROME 

2.50 

ALL IRONS 

ARE 

AVAILABLE 

FOR USE ON 

220 

VOLT. 

ADD 35c 

TO EACH LIST 

PRICE FOR 

220 VOLT. 

MNMM 

JWU 

MMfMM 

rmmhhphi 




RHNMMMPM 





All irons are equipped with 6 ft., 3000 cycle underwriters approved heater cord and plugs. Wall’s new 
"DEMON-HEET” elements are made of finest quality nichrome wire, hermetically sealed and guaranteed to 


give lasting service. Equipped with 

a soldering iron 

stand, spring guard and soldering 

instructions. 


Catalog 

Number 

Wattage 

Voltage 

No. of 

Tips 

Tip 

Size 

Length 

Overall 

Shipping 

Weight 

Finish 

List Price 
Each 

1123 

75 

110-120 

3 

**" 

12" 

12 ozs. 

CHROME 

#2.80 

1123T 

75 

110-120 

4 

W'-Vs" 

12" 

1 5 ozs. 

CHROME 

3.15 

1223 

100 

110-120 

3 

**" 

13" 

16 ozs. 

CHROME 

3.10 

1223T 

100 

110-120 

4 

/ 4 "- 3 / 4 " 

13" 

1 9 ozs. 

CHROME 

3.50 

ALL IRONS ARE AVAILABLE FOR 

USE ON 

220 VOLT. ADD 

35c TO EACH LIST PRICE FOR 220 VOLT. 









P. 

WALL 

MFG. 

CO 

• 


GROVE CITY, 
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Wall Superior Electric Soldering Irons 


Approved by 

Underwriters Laboratories 
under 

Reexamination Service 



All 

Wall Irons 
Bear 

These Seals 



Approved by 

Ontario Hydro-Electric Commission 
under 

Canadian Standards No. 9186 





"Swaged” tube line keeps the her- 
metically sealed, finest quality ni- 
chrome wire element into the tip 
where the heat is required. Alu- 
minum heat radiators keep handle cool at all times. Equipped with 6 ft., 3000 cycle 
underwriters approved heater cord and plug. Fully guaranteed to give long, lasting 
service. Furnished with a soldering iron stand, spring guard and complete soldering 


instructions. 



Catalog 

Number Wattage 

Voltage 

No. of 
Tips 

Tip 

Size 

Length 

Overall 

Shipping 

Weight 

Finish 

List Price 
Each 

196 

75 

110-120 

1 

5 /s" 

12" 

14 ozs. 

CHROME 

#2.35 

196T 

75 

110-120 

2 


12" 

18 ozs. 

CHROME 

2.80 

1136 

100 

110-120 

1 

3 /4" 

121/2" 

16 ozs. 

CHROME 

2.80 

1136T 

100 

110-120 

2 

3 / 8 "- 3 /4" 

12/2" 

20 ozs. 

CHROME 

3.45 

1156 

150 

110-120 

1 

7 /s" 

13" 

18 ozs. 

CHROME 

4.50 

ALL IRONS 

ARE 

AVAILABLE 

FOR USE 

ON 220 VOLT. 

ADD 

35c TO EACH LIST 

PRICE FOR 

220 VOLT. 



"Swaged” tube line keeps the hermetically sealed, finest quality nichrome wire element into the tip where the 
heat is required. Aluminum heat radiators keep handle cool at all times. Equipped with 6 ft., 3000 cycle 
underwriters approved heater cord and plug. Fully guaranteed to give long, lasting service. Furnished with a 
soldering iron stand, spring guard and complete soldering instructions. 


Catalog 

Number 

Wattage 

Voltage 

No. of 
Tips 

Tip 

Size 

Length 

Overall 

Shipping 

Weight 

Finish 

List Price 
Each 

196-3 

75 

110-120 

3 

Ya” 

13" 

17 ozs. 

CHROME 

£2.90 

196-3T 

75 

110-120 

4 

W'-Vs" 

13" 

21 ozs. 

CHROME 

3.35 

1136-3 

100 

110-120 

3 

Ya" 

13/2" 

19 ozs. 

CHROME 

3.40 

1136-3T 

100 

110-120 

4 

1 /4"- 3 /4" 

13/2" 

23 ozs. 

CHROME 

4.05 

1156-3 

150 

110-120 

3 

Ya” 

14" 

21 ozs. 

CHROME 

5.15 

1156-3T 

150 

110-120 

4 

ya”-%” 

14" 

28 ozs. 

CHROME 

6.15 

ALL IRONS ARE 

mamnmaaBKm m 

AVAILABLE FOR 

USE 

ON 220 VOLT. 

ADD 

’'_7 CTS 

35c TO EACH LIST 

HmmmamB ~~ | * - , * - 

PRICE FOR 

" V:" ’ ,v £ 

220 VOLT. 



P. WALL MFG. CO. 


GROVE CITY, PA. 
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COMPOUND KETTLES . PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN’S SUPPLIES 


Your Extra Salesman FREE! 




HEATING ELEMENT 
CARRIES 


W/TH 


SINCE 1864 


P. WALL MFC. CO. GROVE CITY, PA 


This Permanent 
Wooden Display Board 

FREE 

ONLY CHARGE MADE IS 
FOR THE IRONS APPEARING 
THEREON OF YOUR 

Own Selection 

IRONS EASILY REMOVED 
FOR SALES 


STORAGE ROOM FOR 12 EXTRA IRONS IN BACK OF BOARD! 

BOXES FOR IRONS DISPLAYED PACKED WITH UNIT. 

ONE DISPLAY IN CORRUGATED CONTAINER — 6 DISPLAYS IN SHIPPING CARTON. 

e Attractive Multi-Color! 


SUGGESTED ASSORTMENTS 


ASSORTMENT NO. 1700 


Qty. 

No. 

Watts 

List 

Total 

2 

186 

75 

#1.80 

#3.60 

1 

1106 

100 

2.10 

2.10 

1 

196 

75 

2.35 

2.35 

1 

1136 

100 

2.80 

2.80 

1 

1156 

150 

4.50 

4.50 


6 IRONS Total List Price J<15.35 


ASSORTMENT NO. 1750 


Qty. 

No. 

Watts 

List 

Total 

1 

186 

75 

#1.80 

#1.80 

1 

1106 

100 

2.10 

2.10 

1 

196 

75 

2.35 

2.35 

2 

1136 

100 

2.80 

5.60 

1 

1156 

150 

4.50 

4.50 

6 

IRONS Total List Price 

$16.35 


ASSORTMENT NO. 1800 


No. 

Watts 

List 

Total 

186 

75 

#1.80 

#1.80 

1106 

100 

2.10 

2.10 

196 

75 

2.35 

2.35 

1136 

100 

2.80 

2.80 

1156 

150 

4.50 

9.00 


6 IRONS Total List Price $18.05 


P. WALL MFG. 



GROVE CITY, PA. 


I wssm 







COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN'S SUPPLIES 


Your Extra Salesman FREE! 





BEAUTIFUL! 

MULTICOLORED! 

FREE 


WE CHARGE ONLY 
FOR THE ELECTRIC 
SOLDERING IRONS 

You Select ! 

IRONS EASILY 
REMOVED FOR 
QUICK SALES. 





DISPLAYS INDIVIDUALLY BOXED — 6 TO A SHIPPING CASE 
UNIT BOXES FOR EACH IRON ARE PACKED WITH EACH DISPLAY! 




4 


SUGGESTED ASSORTMENTS 


ASSORTMENT NO. 1200 


Qty 

No. 

Watts 

List 

Total 

1 

186 

75 

#1.80 

#1.80 

1 

1106 

100 

2.10 

2.10 

1 

196 

75 

2.35 

2.35 


3 IRONS Total List Price #6.25 


ASSORTMENT NO. 1300 


Qty. 

No. 

Watts 

List 

Total 

1 

186 

75 

#1.80 

#1.80 

1 

1106 

100 

2.10 

2.10 

1 

1136 

100 

2.80 

2.80 

3 

IRONS 

Total List 

Price 

#6.70 


ASSORTMENT NO. 1400 


Qty. 

No. 

Watts 

List 

Total 

1 

196 

75 

#2.35 

#2.35 

1 

1136 

100 

2.80 

2.80 

1 

1156 

150 

4.50 

4.50 

3 

IRONS 

Total List 

Price 

#9.65 





P. WALL MFG. CO. GROVE CITY, PA. 
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FIREPOTS • TORCHES • OILERS 



COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN'S SUPPLIES 


WALL SOLDERS 



No. 30 30-70 Mixture 

No. 40 40-60 Mixture 

No. 50 50-50 Mixture 

Available in Any Mixture of 
Tin and Lead on 1 lb., 5 lb., 
20 lb. spools. 

Packaged 1 lb. to a box, 10 
boxes to a carton, 50 lbs. to a 
shipping case. 



SOLDER 


ACID COR! 
P. WALL MFC 


ACID CORE 
ROSIN CORE 
PLAIN WIRE 

Prices on Application 

Special Mixtures and 
Wire Gages can be made 
on request. 


ALL WALL SOLDERS ARE MADE OF FINEST QUALITY VIRGIN METALS. 
Guaranteed to flow smoothly without sputtering. Makes cleaner and stronger joints. 
Flux is self-contained and is distributed in proper proportions necessary for the perfect job. 


WALL virgi b n A r tals SOLDERS 



No. 30 30-70 Mixture. Available in Vi lb., 1 lb., IV2 lb. Bars. 100 lbs. to a Shipping Case. 

No. 40 40-60 Mixture. Available in V2 lb., 1 lb., 1 V2 lb. Bars. 100 lbs. to a Shipping Case. 

No. 50 50-50 Mixture. Available in V2 lb., 1 lb., 1 V 2 lb. Bars. 100 lbs. to a Shipping Case. 

ALL BAR SOLDERS CAN BE MARKED "HALF AND HALF.” No. 50 SOLDER WILL 
BE MARKED "WARRANTED 50-50.” 

SPECIAL MIXTURES AND SIZES ARE AVAILABLE ON REQUEST. 


P. WALL MFG. CO. 


GROVE CITY, PA. 


SfiSSi 
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WALc 

Sup&u&i 

PRODUCTS 


WALL vl hZZZT SOLDERS 


Sales Aid Information For Your Convenience 








A BLOW TORCH THROWS A HEAT INTENSITY OF APPROXIMATELY 
1000 TO 3000 DEGREES. AN ELECTRIC SOLDERING IRON HAS A 
TIP HEAT OF ABOUT 800 TO 1800 DEGREES. 

<*• 


Select Your Own Solder Mixture! 


"Soldering Instruction” Pamphlets are available on request. 
"Selection, Care and Use of Blowtorches” Treatise is also available on request. 


SEND US YOUR SOLDERING PROBLEMS! 

OUR ENGINEERING DEPARTMENT IS AT YOUR DISPOSAL! 



GROVE CITY, PA. 


P. WALL MFG. CO 








FIREPOTS • TORCHES . OILERS 
ELECTRIC SOLDERING IRONS 



COMPOUND KETTLES . PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN’S SUPPLIES 



Wall Everlasting B steel D Bench Oilers 


• HEAVY ONE-PIECE DRAWN STEEL BODY. 

• CLOCK STEEL SPRING BOTTOM. 

• BOTTOM IS ACETYLENE BRAZED TO BODY. 

• CUT THREAD COLLAR RIVETED TO BODY. 

• SPOUT ACETYLENE WELDED ITS ENTIRE LENGTH. 

• MACHINED BUSHING RIVETED TO SPOUT. 

• ENTIRE SURFACE POLISHED AND LACQUERED. 

• RIGIDLY TESTED BEFORE LEAVING FACTORY. 


Lifetime Guaranteed! 


No. 

Capacity 

Pints 

Dia. 

Inches 

Ship. Wt. 

Spouts Pounds 

Inches per Doz. 

Ex. Spouts 
List Price 
per Doz. 

Ex. Bodies 
List Price 
per Doz. 

List Price 
per Doz. 

204 

1/3 

3 Vs 

4 

4 3 /4 

4.70 

7.80 

$ 9.35 

206 

1/3 

3 Vs 

6 

5 

5.35 

7.80 

10.00 

209 

1/3 

3 Vs 

9 

5*/ 2 

6.00 

7.80 

10.70 

304 

1/2 

3 3 / 4 

4 

5 

4.70 

8.20 

11.00 

306 

!/2 

3 3 / 4 

6 

5*/ 4 

5.35 

8.20 

11.70 

309 

!/2 

3 V* 

9 

5 3 / 4 

6.00 

8.20 

12.35 

404 

3 /4 

4 Vs 

4 

7 

4.70 

9.45 

12.70 

406 

3 /4 

4 Vs 

6 

7*/ 4 

5.35 

9.45 

13.35 

409 

3 /4 

4 Vs 

9 

7 3 / 4 

6.00 

9.45 

14.00 

504 

1 

4 Vs 

4 

7*/ 4 

4.70 

10.40 

14.00 

506 

1 

4 Vs 

6 

71/2 

5.35 

10.40 

15.00 

509 

1 

4 Vs 

9 

8 

6.00 

10.40 

15.70 

512 

1 

4 Vs 

12 

8 1/4 

6.70 

10.40 

16.35 


All Spouts six inches and longer furnished bent unless ordered otherwise. 
Flexible Spouts available. Prices on Request. 




Wall Everlasting Pyramid Brazed Steel Oilers 



PYRAMID FILLERS 

Designed with wide base and cap, 
rounded handle and long spout, 
brazed steel construction through- 
out. 


Cat. 


Weight, Lbs. 

List Price 

No. 

Capacity 

Per Doz. 

Per Doz. 

43 

1 quart 

14 

$22.00 

44 

2 quarts 

20*74 

26.00 


PYRAMID OILERS 

A heavy gauge steel Oiler, with a vent 
for controlling the flow of oil. Built for 
hard usage in mills, mines, and wherever 
a heavy-duty industrial Oiler is required. 


Cat. 

No. 

Capacity 

Spout 

Inches 

Weight 

Lbs. 

per Doz. 

List Price 
per Doz. 

31 

1 quart 

10 

141/2 

#23.35 

32 

2 quarts 

10 

19 

30.70 


EXTRA SPOUTS 

10 inch $ 7.70 per doz. 

12 inch 8.70 per doz. 
Shipping weight per doz. about 3 pounds. 
All spouts furnished straight unless 
otherwise specified. 



Lifetime Guaranteed! 







COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN’S SUPPLIES 


Wall Everlasting Brazed Steel Oilers 






TRACTION OR PIT CAR 
OILERS "EVERLASTING” 
BRAZED STEEL 

An extra heavy steel Oiler used ex- 
tensively in mining, traction and 
railway companies for journal oiling, 
as it has a large opening for easy 
flowing of heavy oils. Fine for 
cold weather, when oil must 
be heated. 



Spout 

Net Wgt. 

List Price 

Capacity 

Inches 

Lbs. Doz. 

Per Doz. 

Vi gallon 

12 

18 

#42.70 

1 gallon 

12 

3oy 2 

53.40 


EXTRA SPOUTS 

12 $10.70 


Cat. 

No. 


No. 24 
One Gallon 


LOCOMOTIVE ENGINEERS’ 

AND SHOP TORCHES 
"EVERLASTING” BRAZED STEEL 

Substantial engineer’s torches made in 
two styles. No. 110 with narrow base and 
wide burner, and Nos. 181-2 with wide 
base similar to pyramid torches shown 
above. 

No. 181-2 




No. 110 


Cat. 


Weight, Lbs. 

List Price 

No. 

Capacity 

per Doz. 

per Doz. 

110 

1 pint 

15 

$20.00 

181 

1 pint 

10»/ 2 

20.00 

182 

1 quart 

131/2 

22.00 



GREASE BUCKETS 
"EVERLASTING” BRAZED STEEL 


Furnished with hinged top and without top as 
listed below. The permanent and the removable 
tops have been discontinued. All welded construc- 
tion provides leakproof and fireproof seams. 


Cat. 


With 

Without 

Wt. 

No. 

Capacity 

Hinged Top 

Hinged Top 

Each 

3970 

1 gal. 

5.00 


21/2 lbs. 

3971 

2 gal. 

6.00 


4 lbs. 

3972 

3 gal. 

7.00 


4 3 / 4 lbs. 

3973 

1 gal. 


3.00 

2 lbs. 

3974 

2 gal. 


4.00 

2 Vs lbs. 

3975 

3 gal. 


4.70 

3 Vi lbs. 


ENGINEERS’ FILLERS 
"EVERLASTING” 
BRAZED STEEL 



Round drawn steel type of fillers with 
long spout, brazed bottom and spout, 
manufactured in only one pint and two 
quart sizes. 


Cat. 

No. 

Capacity 

Diameter 

Inches 

Height 

Inches 

515 

1 pint 

4 X / 2 

3V2 

520 

2 quarts 

6/2 

6 V 2 


Wgt. Lbs. 

Per Doz. 

List Price 
Per Doz. 



8 7/8 

$21.40 



18/4 

30.70 



PYRAMID TORCHES 
"EVERLASTING” 
BRAZED STEEL 



Manufactured from heavy steel, com- 
plete with screw top, chain and hook, 
and rounded handle. 


Cat. 

No. 

Weight, Lbs. 

Per Doz. 

Capacity 

Burners 

List Price 
Per Doz. 

81 

11/4 

1 pint 

1 

$20.00 

82 

16/2 * 

1 quart 

1 

22.00 

84 

21 

2 quarts 

1 

30.00 







P. WALL MFG. CO. 


GROVE CITY, PA. 
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FIREPOTS • TORCHES . OILERS 
ELECTRIC SOLDERING IRONS 





Wall Superior Welded Steel Oilers 


Quality! 


Appearance! Low Cost! 
Factory Tested! 


"SUPERIOR” oiler construction provides the exclusive feature of electric 
seam welding the bottom to the body — they last longer because seam weld- 
ing does not effect the fine temper of the spring steel bottom and no 
corrosive soldering acids are used. 

Other "SUPERIOR” worthwhile features include machine cut threads on 
spout and body bushings, one piece drawn steel body, entire outer surface 
polished and lacquered. 


Lifetime Guaranteed! 


Cat. 

Capacity 

Diameter 

Spouts 

Ship. Wt. 
Pounds 

Ex. Spouts 
List Price 

Ex. Bodies 
List Price 

List Price 

No. 

Pints 

Inches 

Inches 

per Doz. 

per Doz. 

per Doz. 

per Doz. 

2204 

1/3 

3 Vs 

4 

3 3/4 

#4.70 

#6.70 

# 8.00 

2206 

1/3 

3 3 / 8 

6 

4 

5.35 

6.70 

8.70 

2209 

1/3 

3 Vs 

9 

4V2 

6.00 

6.70 

9.35 

2212 

1/3 

3 3 / 8 

12 

43/4 

6.70 

6.70 

10.00 

3304 

*4 

3 3 / 4 

4 

43/4 

4.70 

7.40 

9.35 

3306 

*4 

3 3/4 

6 

5 

5.35 

7.40 

10.00 

3309 

*4 

3 3/4 

9 

5*4 

6.00 

7.40 

10.70 

3312 

*4 

3 3/4 

12 

6 

6.70 

7.40 

11.35 

5504 

1 

41/8 

4 

6 

4.70 

8.90 

12.00 

5506 

1 

4*4 

6 

6*4 

5.35 

8.90 

12.70 

5509 

1 

4 ]/s 

9 

63/4 

6.00 

8.90 

13.35 

5512 

1 

4 Vs 

12 

7 

6.70 

8.90 

14.00 

EXTRA 15 Inch Spouts #9.00 per doz. 

EXTRA 18 Inch Spouts #10.00 per doz. 


ALL Spouts 6 inches and longer furnished bent unless ordered otherwise. 
Flexible Spouts available. Prices on Request. 




Wall Superior w steel d Valve Oilers 

The most durable valve oiler made. All parts made from heavy gauge steel. 
Seamless body with bottom welded into place. Spout acetylene welded its entire 
length. Reinforcing Spout Collars electrically welded to body. Handy thumb lever 
assures positive and instant control of oil flow. Guaranteed against defects in 
material and workmanship. Black enamel finish. 


6, 12 or 24 in a shipping carton 


, • " , • . ' ' ... . . . 

P. WALL MFG. CO. 


No. 400S 

No. 450S 

1 

I/2 

.... 221/z 

22/z 

.... 3/16 

3/16 

1 

1 

4H 

4/2 

28 

29/2 

23 

25 

#37.35 

#40.00 

CITY. 

, PA. 


19 




COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN'S SUPPLIES 


Wall Superior w s E teTl D Equipment 



BROAD TOP OILERS 
"SUPERIOR” WELDED STEEL 

An Oiler similar in every respect to the Pyramid 
Oiler, except that the body is seamless. Broad 
Top design is preferred by locomotive and 
stationary engineers. 


Cat. 


Spout 

Net Wgt. 
Lbs. 

List Price 

No. 

Capacity 

Inches 

per Doz. 

per Doz. 

21 

1 Vl pints 

10 

14 

#20.00 

22 

1 quart 

10 

15 

21.65 


EXTRA 

SPOUTS 



10 inch $7.70 per doz. 

12 inch 8.70 per doz. 


Shipping weight per doz., about 3 pounds. All spouts furnished 
straight unless otherwise specified. 


TALLOW POTS 
"SUPERIOR” WELDED 
STEEL 



Electric welded tallow pots with hexagon 
screw top and rounded handle set at cor- 
rect angle. 


Cat. 


Weight, 

Lbs. 

List Price 

No. 

Capacity 

per Doz. 

per Doz. 

40 

V2 gallon 

18 

#29.35 

41 

1 gallon 

27 

34.70 


PAINT POTS 

Electrically seam welded construction. Heavy gauge steel. Burning 
paint out of this pot does not damage it. 


Cat. 


Weight 

List Price 

No. 

Capacity 

per Doz. 

per Doz. 

5P 

5 quarts 

30 lbs. 

#22.70 



OIL CARRIERS OR 
SUPPLY CANS 

"SUPERIOR” WELDED 
STEEL 

Heavy sheet steel. Welded 
construction throughout. 
Leak and fireproof. Black 
enamel finish. 

With Hex Screw Top 



Cat. 

No. 

Capacity 

60 

1 gallon 

61 

2 gallons 

62 

3 gallons 

64 

5 gallons 


Net Wt. 

List Price 

Lbs. per Doz. 

per Doz. 

27 

#29.35 

42 

33.60 

48 

41.40 

84 

54.00 


INSECT AND PARADE TORCH 
"SUPERIOR” WELDED STEEL 



Small torch with swivel yoke. Tapered socket 
in yoke fits long wooden dowel. Useful for 
burning insects, for parades, etc. Substantial 
wick. Burns kerosene. 


Cat. No. 


Net Weight, 
Capacity Lbs. per Doz. 


List Price 
per Doz. 


155 


1 pint 


9 


#15.00 


GALVANIZED PIPE STRAPS 
AND HOT DIPPED 
GALVANIZED PIPE STRAPS 


Packed in 100-pound bags. 25-pound and 5-pound 
cartons. All sizes carried in stock. Immediate shipment. 
Sizes /4 in., BX, Vs in., Vi in., V* in., 1 in., 1 l A in., 
1 V 2 in., 2 in., 2 V 2 in., 3 in., 3 V 2 in., 4 in., 4*/2 in., 5 in. 
Prices on Application 





P. WALL MFG. CO. 


GROVE CITY, PA 
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FIREPOTS • TORCHES . OILERS 
ELECTRIC SOLDERING IRONS 


W 

Supeuot 

PRODUCTS 


COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN'S SUPPLIES 


Wall Repair Parts For Blow Torches 



670 
BURNER BODY 
AND NEEDLE 


NEEDLE COMPLETE 

WITH 

PACKING NUT 


BURNER BODY 
AND NEEDLE 


FEED TUBE WITH WICK 


PART NUMBERS AND LIST PRICES 


Description of Part 


Torch No. 


Burner Complete (for gasoline) 

Burner Complete (for kerosene) 

Burner Body and Needle 

Needle Complete with Packing Nut.. 

Packing Nut for Needle 

Jet Block (for gasoline) 

Jet Block (for kerosene) 

Burner Nipple with Priming Cup 

Feed Tube with Wick 

Filler Plug and Gasket 

Filler Plug Gasket 

Windshield 

Soldering Copper Flook 


41 

42 & 342 

375 

375K 

49 

49K 

651 

$4.00 


653 

$4.50 


655 

$17.50 

/ Twin Burner \ 

\ Assembly / 

656 $17.50 

652 £4.50 

654 $4.50 

/ Twin Burner N 
\ Assembly / 

671 

3.00 

672 

3.40 

673 

3.50 

674 

3.50 

675 (1 

only) 8.50 

676(1 

only) 8.50 

701 

.90 

701 

.90 

702 

.90 

702 

.90 

703 


.90 

703 

.90 

532 

.25 

532 

.25 

532 

.25 

532 

.25 

532 


.25 

532 

.25 

Gl 6 

.40 



G20 

.40 



GT28 


.40 



K14 

711 

.40 

.90 

K14 

.40 



KT18 

.40 

711 

.90 

















714 

.40 

714 

.40 

714 

.40 

714 

.40 

536 


.40 

536 

.40 

685 

.50 

685 

.50 

685 

.50 

685 

.50 

685 


.50 

685 

.50 

543 

.05 

543 

.05 

543 

.05 

543 

.05 

543 


.05 

543 

.05 

690 

.75 

690 

.75 

691 

.75 

691 

.75 

692 


.75 

692 

.75 

31 

.20 

31 

.20 

31 

.20 

31 

.20 

31 


.20 

31 

.20 


Description of Part Torch No. 

330JS 

331JS 

31 

33 

8C 34 

60- 60S 

61- 61S 

330BS 

330S 

331, 

331S, 344 

130, 341 

1 3 0B .. . 

, 3341 
3341B 

Burner Complete 

650JS 

$3.50 

650 

$2.80 

650 $2.80 

650 $2.80 

650 $2.80 

650 

$2.80 

651 

$4.00 

Burner Complete with Shield 

650JSS 

4.00 

650S 3.30 

650S 3.30 

650S 3.30 

650S 3.30 

650S 

3.30 

650S 

3.30 

Burner Body and Needle 

670 

2.00 

670 

2.00 

670 

2.00 

670 

2.00 

670 

2.00 

670 

2.00 

671 

3.00 

Needle Complete with Packing Nut 

700 

.70 

700 

.70 

700 

.70 

700 

.70 

700 

.70 

700 

.70 

701 

.90 

J[ ct Block 

Gl 2 

.40 







Gl 2 

.40 

Gl 2 

.40 

Gl 6 

.40 

Burner Nipple with Priming Cup 

710 

.75 

710 

.75 

710 

.75 

710 

.75 

710 

.75 

710 

.75 

711 

.90 

Feed Tube and Wick 

714 

.40 

714 

.40 

714 

.40 

714 

.40 

714 

.40 

714 

.40 

714 

.40 

Filler Plug and Gasket 

685 

.50 

685 

.50 

685 

.50 

685 

.50 

685 

.50 

685 

.50 

685 

.50 

Filler Plug Gasket 

543 

.05 

543 

.05 

543 

.05 

543 

.05 

543 

.05 

543 

.05 

543 

.05 

Windshield 

690S 

.50 





690S 

.50 

690S 

.50 

690S 

.50 

690 

.75 

Soldering Copper Hook 

31 

.20 

31 

.20 

31 

.20 

31 

.20 

31 

.20 

31 

.20 

31 

.20 


Note — Our minimum charge is 25 cents net. 




P. WALL MFG. CO. 



GROVE CITY, R 





Wall Repair Parts for Firepots and Pumps 






Knob 


Cap 

Octagon nut 


Washer 
Pump shell 


Plunger rod 

Plunger spring 

Metal washer 
Cup leather 
Metal washer (lower) 
Plunger nut 


Pilot with cork insert 
Valve spring 
Valve cage 





PART NUMBERS AND LIST PRICES 


PUMPS AND PARTS 


1" PUMPS %" PUMPS 


Description of Part Fire Pot No. 

51 

53 

55 

For 

No. 

Description of Part 

Fire Pots 
51-53-55 
Torches 
49-49K-41 -42- 
3 1-375-375K- 
and 2 qt. 

Torches 3 30JS, 
60, 60S, 330S, 
330BS, 130, 
130B, 3341B, 

33 IS, 331JS, 
61S 

Burner Complete (for gasoline) 

657 

$6.00 

657 

$6.00 

658 

$2.40 

Pump Complete 

611 

$1.90 

3326 

$1.30 

Burner Complete (for kerosene) 

K657 

6.00 

K657 

6.00 



Pump Plunger Assembly 

613 

.90 

3358 

.70 

Jet Block (for gasoline) 

G28 

.40 

G28 

.40 

G22 

.40 

Knob or T-handle 

13 

.15 

13 

.15 

Jet Block (for kerosene) 

K18 

.40 

K18 

.40 



Cap 

2 IS 

.25 



Feed Tube and IWietsl Gauze 

536 

.45 

536 

.45 

536 

.45 

Octagon Nut 

21 

.60 

3355 

.40 

Metal Gauze for Feed Tube 

537 

.20 

537 

.20 

537 

.20 

Pump Shell with 





Upright (three required) 

110 

.35 

110 

.35 

155 

.35 

Valve Seat 

3 

.60 

33 

.40 

Upright Nut (three required) 

111 

.10 

111 

.10 

111 

.10 

Pump Shell Washer 

560 

.05 

3351 

.05 

Flue or Windshield and Damper 

121 

3.00 

121 

3.00 

122 

2.50 

Plunger Rod 

12 

.10 

12 

.10 

Hood (regular) 

118 

1.20 



118 

1.20 

Plunger Spring 

35 

.05 

35 

.05 

Hood (straight sides) 



570 

1.00 



Metal Washer, above 





Hood (tapered) 



580 

1.50 



cup leather 

23 

.05 

3331 

.05 

Top Plate 

112 

1.00 

116 

2.50 

112 

1.00 

Cup Leather 

555 

.10 

3340 

.10 

Control Valve 

603 

1.25 

603 

1.25 

604 

1.25 

Metal Washer, under 





Needle and Packing Nut 

605 

.70 

605 

.70 

606 

.70 

cup leather 

23 A 

.05 

3330 

.05 

Packing Nut 

532 

.25 

532 

.25 

532 

.25 

Plunger Nut 

22 

.10 

3341 

.05 

Filler Plug (for funnel filler) 

686 

1.00 

686 

1.00 

686 

1.00 

Pilot with Cork Insert . 

564 

.25 

564 

.25 

Filler Plug (not funnel filler) 

685 

.50 

685 

.50 

685 

.50 

Valve Spring 

562 

.05 

562 

.05 

Filler Plug Gasket 

543 

.05 

543 

.05 

543 

.05 

Valve Cage 

563 

.25 

563 

.25 

Bail or Handle (not illustrated) 

113 

.80 

114 

.80 

113 

.80 

Valve Cage Unit 





Wrench for Pump and Filler Plug 

590 

.80 

590 

.80 

590 

.80 

Assembly 

566 

.50 

566 

.50 

Wrench for Jet Block 

591 

.40 

591 

.40 



(Includes Parts 562, 





Magazine Cleaning Needle 

539 

.30 

539 

.30 

539 

.30 

563, 564) 






Parts for No. *50 BIG BRUTE FURNACE listed in separate booklet. 


Note Our minimum charge is 25 cents net. 
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FIREPOTS . TORCHES . OILERS 
ELECTRIC SOLDERING IRONS 


m 


Supeuot 
PRODUCTS 


COMPOUND KETTLES • PARAFFIN POTS 
MINE, RAILROAD AND LINEMEN'S SUPPLIES 



/vf. 



Wall Indestructible 


HOT PRESSED 
STEEL 


Gongs and Shells 


STEEL LOCOMOTIVE OR 
TRIP GONGS 


"INDESTRUCTIBLE’ 


Indestructible hot pressed steel shells. 
Moving parts malleable iron. Mounted 
on iron frame. Attractively finished. 



Cat. 

Diameter 

Net Weight, 

List Price 

No. 

Inches 

Lbs. Per Doz. 

Per Doz. 

350 

6 

45 


351 

8 

115>/2 

Prices 

353 

10 

132 

on 

355 

12 

160 l A 

Request 

356 

14 

192 



Trip Gong Attachments and Repair Parts 

6" 8" to 14" 

*Complete Stand or Frame, each 

*Frame only, each Prices 

Lever only, each on 

Striker only, each Request 

Spring (long), each 

Spring (short), each 

*Order by size of Shells used. 


STEEL SHELLS "INDESTRUCTIBLE” 



Cat. 

No. 


Diameter 

Inches 


Net Weight, 
Lbs. Per Doz. 


List Price 
Per Doz. 


550 

551 
553 

555 

556 


6 

8 

10 

12 

14 


12 

42 

60 

851/2 

117 


Prices 

on 

Request 


STEEL FOOT GONGS 
"INDESTRUCTIBLE” 



For Street and Mine Railways 
Black Shells 


Cat. 

Diameter 

Net Weight, 

List Price 

No. 

Inches 

Lbs. Per Doz. 

Per Doz. 

557 

8 

75 


559 

10 

90 

Prices 

561 

12 

121 y 2 

on 

562 

14 

1571/2 

Request 


ATTACHMENTS 

For Foot Gongs 

*Foot-Gong Frames, 8" to 12" Prices 

Foot-Gong Frames, 14" on 

Two-Ball Strikers, any size Request 

Plunger Pins 

*Order by size of Shells used. 


STEEL ROOF 
GONGS 

"INDESTRUCTIBLE’ 



For Street and Mine Railways 
Black Shells 


Cat. 

Diameter 

Net Weight, 

List Price 

No. 

Inches 

Lbs. Per Doz. 

Per Doz. 

563 

8 

108 


565 

10 

138 

Prices 

567 

12 

192 

on 

568 

14 

216 

Request 


ATTACHMENTS 

For Roof Gongs 

*Roof-Gong Frames, 8" 

*Roof-Gong Frames, 10", 12" 

Roof-Gong Frames, 14" 

Roof-Gong Strikers 

Roof-Gong Striker Lever 

*Order by size of Shells used. 


SHEET METAL STAMPINGS 

Completely equipped plant for producing metal stampings, with facilities for welding, brazing, 
riveting, soldering and assembling. 

Shop and tote boxes of any design manufactured to your specifications. 


Prices 

on 

Request 


P. WALL MFG. CO. 

. 


GROVE CITY, PA. 
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A Statement of Policy 

OlNCE 1864 the finest engineering and designing skill has been 
^ employed in a never ending effort to continuously improve Wall 
Products. As a result of this constant effort we are now enjoying the 
enviable reputation of producing the finest merchandised quality 
line of soldering products in the country. 

In order to offset increased cost of materials and labor plus increased 
costs in improved quality we are continuing to mechanize our 
operations so that precision automatic machinery and conveyor lines 
replace costly hand operations. All parts used in our products are 
processed in our own plant so that we can control quality at all times. 

Our sales policy is outlined as follows: 

1 . We have established a firm policy of selling 
our products strictly through distributors. 

2. We protect our distributors by never selling 
his customers. 

3. We have a firm price for all and we will 
not compromise quality for price. 

4. We will not "load” our accounts and then 
drop prices. 

5 . Our guarantees and cooperative policies are 
second to none. 

There is no compromise with quality and value. We have set our 
course so that it is mutually advantageous and profitable. If you do 
not make profits on our merchandise, we too will lose. 

Many thanks for your past and present orders and we are sincerely 
desirous of continuing to serve you. 
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P. WALL MFG. CO. 


GROVE CITY, PA. 
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P. WALL MANUFACTURING COMPANY 

GROVE CITY . PENNSYLVANIA . U. S.A. 





